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I learing- firing still farther to the right, and fearing that the troops Sloeum had sent to his assistance had left him with insufficient force, General Hancock directed General Gibbon to send two regiments to the Twelfth Corps. These regiments, by some mistake, also went to Howard.
When Carroll's brigade arrived on Howard's front the enemy had nearly carried the position. The artillerymen in Stewart's and Ricketts's batteries (" B," Fourth United States Artillery and "I," First Pennsylvania) were defending themselves with sponge-staffs and rammers, or whatever they could lay hands upon, the bugler of one of the batteries having his brains knocked out by a trail hand-spike in the hands of one of the enemy. Carroll formed his line as best he could in the darkness, and with stentorian tones ordered the charge, and swept the hill. It was thought afterwards that the services rendered by Carroll's brigade were not so generously acknowledged in General Howard's report as they should have been, and several letters were published on the subject after the battle, the point in controversy being, not how well Carroll's troops did, for as to this there was no question, but as to the piach to which Howard was reduced when Carroll arrived. General Howard himself admitted that affairs were critical and the reinforcements unex-  If  Colonel Cross ever knew fear, no one ever discovered it. I le had been several times wounded, and was prom- his shadow,
